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■ ' P Pr e vod For RUcujc 2M I <g^^,,gft-^|^^g^KUUdfaUU4roSC : 

rMEHT OF DEFENSE | apply to all security ASPECTS OF THIS ' SECRET 

effort, the facility clearance REQUIRED IS! 


DEPA.RTM 

-JTRACT SECURITY CLASSIFICATION SPECIFICATION 


THIS SPECIFICATION 
IS FOR: 


I h contract number or other 

IDENTIFICATION NUMBER 
(Prime c ontrmcts mutt be thown 
for all eubcontractt) 


date to be 

COMPLETED 
( Estimated) 


30 Sep 83 X 


lb. suBCONTRUCTfLIte ilem 
IS lor sub controclint 
beyond second tier) 

. REQUEST FOR BID. 
REQUEST FOR PROPOSAL 
OR REQ FOR OUOT ATIQN 


THIS SPECIFICATION IS: , 

(See "/VOTE" below. II item b or c I* "X’d", 
sloe color dote lor item m) 

DATE 

I 

ORIGINAL ( Complete 
date in ail c atet) 
lb. REVISED 


C. IDENTIFICATION number 
m K thlft a follow-on contract? £J Ye * 


ail preWoqe 
ectticatio 


FINAL ■ 




DATE 


T( YES, complete the following: 

c. Accountability for classified meteriel on preceding contract 


PRECED ,KIG CONTRACT NUMBER date COMPLETED 

T J, n u not, transferred t o thU follow-on contrect. 

Name. Addrea* Zip Code of Prime Contractor 

5,J. International 
33 Ravenswood Ave 
enlo Park, CA 94025 


Name, Addresa tr. Zip Cod* of Firal Tier Subcontractor 


/A 


c. Name, Addres. b. Zip Cooe of Cognizant Security OlAcr 

DCASR, Los Angeles, ATTN : Directora 
of Industrial Security , 11099 LaCie 
Blvd , Los Angeles, CA 90045 


Name. Address b Zip Code of Second Tier Subcontractor, or 
facility aaswciated with IFB, RFP OR RFQ 


/A 


than that apecified, identify auch other location In Item IS. 


a. General Identification of the Procurement for which thU apecif icetion -ppiiea J identified in Item lbd. 

Intelligence Study/Analysis 

— I — I.Yea KrfrNo. If YES, Identify the 

eatabiiahed in accordance with paragraph 1-1H or 1 11.. ISR I — I 

we mere ■ — > 

pertinent contrectual 


ACCESS REQUIREMENTS 


Acceaa to Cleeeified Information Only at other 

contract or /Government activltiea. 


Receipt of claaalfied documenta or other material 
for reference only <no ^crtergUon) ■ 


Receipt end generation of claaaified documents 
or other material. 


Fabric at Ion/ Mod if I cation/ St or age of ciaaaltied hardware. 
Graphic ant aervicea only. 

Acceaa to IPO information. 


YES 


X 


NO 


X 


X 




- - 

ACCESS REQUIREMENTS ( Continued ) 

YES 

NO . 

i Acceaa to SENSITIVE COMP ARTMENTED INFORMATION. 


x 1 

k. Ac.ee ft b to other Special Acceas Program information 
(Specify in item 1$). 


L*_ 

1, Acceaa to V. S. claaaified information outalde the U. S. 
Panama Canal Zone, Puerto Rico, U. S. Poaaetaiont 
and Trust Territoriea. 


X 

m. • Defense Documentation Center or Defense Information 
Analysis Center Services may be requested. 


X 

n Claaaified ADP processing will be involved. 


X 


X. 


0. REMARKS: 


— — ■ ■ , classification apecification to the official named below (NORMALLY, thru ACO (I ram 16c); 

L ^ Ftrbcontracta, 


Th, classific ation guidance contained ' in^ i. apecification aod ^ lachmenU referenced herein compiete and adet,^ . 

Typed name, title ' and .Ignats of progr.m /pro,ec, manager or ] c. Activity n.me . add Zip Cod. , teiephone number and office aymbol 

deaignaVed official 

ROBERT J. J AC HIM 

^;^;;yr c :on':^r:rrtm.:: z h ::xz ~ i,h ,hc prt ’ v “ ior ” 

1 c 


of the JnduKtrfaJf 


DD , j AN*7e25'4 


EDITION OF 1 APR 71 IS OBSOLETE, ALSO REPLACES DO FORM 2SAc WHICH IS OBSOLETE 


PM * l 


Approved For Release 2001/04/02 ■; CIA-RDP96^zaaB(m 5QQllDD43=a.-^. 

Information pzrixlnlns io clssiifiecl eontrsets or projects , r»tn though such informslion it considered unelssslfird, shall ndt be released for public 1 

dissemination except » provided by Ihc Industrial Security Manual (paragraph So and Appendix IX). 1 

Prcposeo public releases xhxll be submitted for approval prior to release I ] Direct L . J Through /Specify.).- 

' * 

ublic release is not authorized. 

to the Directorate For Freedom of Information and Sec trity Review. Office of the Aatiatant Secretary of Defense (Public Allah*) • for review in 
accordance with paragraph So oi the Industrial Security Manual. 

• Jn the case of non- BoD Baer Agencies, see footnote, paragraph So, Industrial Security Manual. _ — - 

Security Ciaxaification Specifications for thit solicitation 'contract are identified below C'X” applicable hs>x(ea) and eupply aflachmenla as required). 

Any narrative or classification guidc(s) furnished shall b'e annotated or have information appended to clearly and precisely Identify each element of 
information which requires a classification. When a classification guide is utilized, thai portion of the guide(s) pertaining lo the specific contractual 
effort msv be extracted and furnished the contractor. When s total gulde(s) is utilised , each Individual portion of the gulde(s) which pertains to the 
contractual effort shall be clearly identified in Item 14b. The following information must be provided for each item of classified information identified 
in an extract or guide: 

fl) C «te gory of c la *«if i cut Ion. (II) Date or event for declasalfication or review for decla* tification, and (III) The date or event for downgrading 
(Ji mpplicable). ' 

The official named in Item I2b. is responsible for furnishing the contractor copies of all guides and changes thereto thst ore mode s part of this 
specificstion. Classified Information may be attached or furnished under separate cover. 

□ a. A completed narrative it (1) Q attached, or (2) [jg tranamitled under aeparate cover and made a part of this apeeiflcation. 

£j b. The following classification guide(s) is mads a pari of this specification and is-CI) □ attached, or (2) [X] transmitted under separete 
cover. (Litl guides under Item IS or in an attachment by title, reference number and dale). 

[— , t . Service-type contract/ subcontract . (Speeily instructions in accordance with ISR/1SM, »» appropriate.). ...... 

□ d. "X” only if this, is a final specification and Item 6 it a "NO" answer. In response to the contractors request dated . 

retention of the Identified classified material, is authorized lor a period of — .. 

> — 1 e. Annua! review of this DD Form J$4 is required. If "X’d". provide date such review is due: .. _ 

a. Remarks " / W h enever pace Me. illuetrate tapper ci.ssffi cation, declass, ilea, ion. andil applicable, downgradmf me, nations). . .. 

a. All contractor personnel to be granted access to classified information re 
.eased or generated under this contract must be US citizens granted a final 

SECRET clearance by the government prior to being given access. 

d. Unclassified information released or generated under this contract shall e 
estricted'in its dissemination to contractor and_ government ^personneJL_ .involve 
n the contract. Release in open source literature .or exhibition of such 

information is prohibited, ’ , . . 

n. Recipients of information under this contract may not release information 

to subcontractors without permission of the contracting agency. ___ 

d. Final classification of the information generated under this contract is 
the responsibility of the contracting agency. Information generated under this 
contract is subject to the guidlines contained in DoD Regulation 5200.. 1R, which 
implements EO 12356 which became effective 1 August 1982. 

=. All copies of final documents generated by the contractor under this con- 
tract will be transmitted to the contracting agency for dissemination to 

authorized recipients. • 


Agency Contracting Officer or hi* Repre*ent»tiv« named in Item 16b below. . 


^EQUTR ED DISTRIBUTION: 

HQ Prime Contractor (Hem 7 m) 

Cognisant Security Office (Item 7c) 

( ' Administrative Contracting Office (item 16e) 

| ) Quality A**ur«r>ce Repre sent at ive 

[ | Subcontractor (item 8e) 

( j Cognizant Security'Off ice (item Sc) 

1 ~ j Program/Project Manager (Iterp }2b) 

1 { U. S. Activity Responsible for Overseas Security Administration 


ADDITIONAL 


1 ST m BUT ION: 


fc. Typed name and title of approving official 


c, Signature 


d. Approving official’* activity address and Zip Code 

DCASMA San Francisco 
1250 Bayhlll Drive 

San Bruno, CA 94066 

T. Name , address and Zip Code of Administrative Contrscling Office 


Approved For Release 2001/04702*: CIA-RDP96-00788R001 5001 10043-8 


